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To: 


Fjom: 
Re: 


R. Linn - Room 300 


June 30, i9_&9_ 


F. H. WERNEKE 


/ 

— 30 Church Street Ext. (61) 31 / 


The World Trade Center - Contract WTC 113.00 - 
Cafco Spray-on Fireproofing - Memo M. Gerstman 
to F. H. Werneke dated 6/25/69 


cc: R. Monti, File w/att 


It appears that there is some confusion with 
the spray-on fireproofing. May I have a decision 
from you on the subject memo. 



FHW/rd 

Attach. 
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